• » 


• » 


PROJECT  10073  RECORD  CARD 


1.  DATE 

a LOCATION 

ia 

a 

_ Brooklyn,  New  York  _ 

□ 

n 

a DATE-TIME  GROUP 

4.  TYPE  OP  OBSERVATION 

tJ 

Local . aigbt 

^ Ground-Rodor 

a 

Q 

OMT  not  given 

a Aii-Vlsuol  □ Air- Intoreopt  Rodor 

0 

a PNOTOS 

a SOURCE 

□ 

0 Yos 

0 



civilian 

□ 

7.  LENGTH  OP  OiSCIIVATION 


5 mlR3 


I.  NUMBER  OP  OBJECTS 


one 


».  COURSE 


12,  CONCLUSIONS 


Wos  Balteen 
Prabobly  Balloon 
Possibly  Balloon 


Wos  Aircraft 
Probably  Aircrolt 
Possibly  Aireroft 


Wos  Astronoffli  col 
Probably  Astronomteol 
Possibly  Astfonomieol 


I 


not  irlven 


Other, 


w Insuffieiont  Doto  for  Evaluation 
^Unkneom 


Inl  briep  summary  op  SIONTINO 

Ring  of  light  with  dark  center « 
ascended  fit  diminished  in  size, 
moved  kk  an#>ut  of  clouds • 


11.  COMMENTS 


Insufficient  Data. 
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XV  S0E731HYBV*WZVZVTYB429  TMA 139S JA0 W 


00  RJErad  RJEPNK  RJEDDN  RJEDSO 


DE  RJEPSJ  9 


O 191230 


FM  2300  AB  6P 


JJh 


fjO/ 


TO  RJEDDN/COMOR  ADC 


J' 


■Z-*i 


RJEPNH/COMDR  2$  AIR  OIV 


RJEDSQ/COMDR  AIR  TECH  INTEL  CEN 


RJEPHa/ACS  INTELLIGENCE  HQ  USAF 


RJEPHQ>'OIS  HQ  USAF 


BT 


UNCLASSIFIED  FROM  BASE/^S  MTL  324-07  PD  (1)  ROUND  (2)  UNK  <3)RJNGfOF 


LIGHT  WITH  DARK  CENTER  (4)  ONE  (5)  N/A  (6)  RING  OF  LIGHT  WITH  MRK 


CENTER  (7)  NONE  (8)  NONE  (9)  NONE  (B-l)  LOOKING  UP  AT  SKY  (2>.^^ERHEAD 


(3)  ASCENDED  AND  DIMINISHED  IN  SIZE  (4)  SMALL  Clj^CL 

ABOVE  CLOUDS  M^i^NG  IN^ND  OUT  OF  CLOUDSk  (5) 


IN  SIZE  (6 


VE  minutes  (C-1)  ground  visual  C2)  none  was  NOT  CAUSfiD  ^ 
EHLIGHJp^UCH  AS  USED  AT  FAIRS  OR  PREMIERS*  (F*l)  LUBIN^ 
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(2/  NONE 
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<G-1> 


PERCENT  CLOUD 


BEAUITFUL  NIGHT.  LIGHT  WIND. 


<2)  AT  FLOYD /BENNETT  15, a 

I ^^1  ^ i 

CLOUD  COVER'=^^^P^^/ffi^ 
(6)  NONE 


ri“Oc?, 


IM  SCATTERED  12  MILES.  3/10 


(H)  NONE 
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'<H-k>  AIRDROME  OFFICER-COMMENTS  OBJECT  NOT  REPORTED  OR  OBSERVED  BY 
iiltCHEL  TWR.  FLOYD  BENNETT  APT  CALLED  BY  AO  NEGATIVE  REPORTS,  IDLEWILD 


apt  CALLED  BY  AO  NEGATIVE  REPORTS* 
(H-i>  NONE 
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